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YOST MACHINISTS' BENCH VISE 


Solid Jaw Stationary Base Vise 


placeable hardened steel jaw plates. Continuous rolled thread on main screw makes it stron- 


| Furnished with machined flat base for easy mounting, no pinch main screw handle, and re- 
| 
| ger than conventional cut thread. Conforms to Fed. Spec. GGG-V-410, Type VI, Class |. 


THROAT | APPROX. 


165 


YOST MACHINISTS' VISE 


Solid Jaw Swivel Base Vise 


Full 360° swivel base, with 2 lockdowns. This vise also maintains the same quality as the 
stationary Base Vise. Conforms to Fed. Spec. GGG-V-410, Type VI, Class 2. 


VISE ITEM JAW | JAWS | THROAT | APPROX. 
WIDTH | OPEN DEPTH WT. 

3" 4" 3" 30 
203% 12035 32" 5" 4" 38 
204 12040 4" 6%" 4" 54 
204% 12045 4" ra 4%," 67 
205 12050 5" 8" 5" 72 
206 12060 Cy 10" 6%" | 105 
208 12080 8" | 2” 8" | 179 


YOST COMBINATION PIPE VISE 


Solid Jaw Stationary Base 


The hardened, interchangeable pipe jaws are set back from the main jaws and consequently 
do not interfere with its use as a machinist's vise. They are designed to grip pipe securely 
without a tendency to mar, crush or bend. 


JAW | PIPE | JAW pas APPROX. 

WIDTH |CAPACITY|OPENING| DEPTH WT. 

31%" Yo-2%> a" | aye 33 
VYo-BVo 6" | 5%" | 56 
Y-4'/ 7%" | 6" 85 
V6 to" | 7%" 148 
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YOST COMBINATION PIPE VISE 


Solid Jaw Swivel Base 


Full 360° swivel base, with 2 lockdowns. This vise also maintains the same qualities as the 
combination stationary base vise. Conforms to Fed. Spec. GGG-V-410, Type IV. 


VISE ITEM JAW PIPE JAW THROAT |APPROX. 

NO. WT. 
31C 40 
32C 63 
33C 96 
34C 165 


YOST SHEET METAL WORKER'S VISE 


Solid Jaw Swivel Base Vise 


Specially designed for sheet metal work. Large smooth jaw plates give the vise a firm hold 
without marring the material it is holding. Includes a full 360 degree rotation on a guaranteed 
no slip base with 2 lock-downs. Meets Fed. Spec. GGG-V-410, Type III. 


VISE | ITEM | JAW | JAWS | THROAT | APPROX. 
NO. NO. | WIDTH | OPEN | DEPTH |__ wr. 
503 | 10503 | 4%" | 9" | 5%" | 61 


YOST DRILL PRESS VISE 


This vise eliminates the need for special and costly jig fixtures necessary in the performance 
of so many drill press operations. The vise while heavily constructed is very compact; the 


material is of the best quality and so distributed to properly withstand the hard usage to 
which a vise of this character is subject. 
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THROAT | APPROX. 
DEPTH | WT. fF 


1%" 12% 


Machinist's Vises/Stationary Jaw/Stationary Base 


Jaw 
Width YOST Starrett Columbian Morgan Ridgid Wilton ) 


3 103 923A 503M2 30 30PN 300N 
3% 1032 923'2A 503'2M2 35 35PN 350N 
4 104 924A 504M2 40 40PN 400N 
42 104% 924A 504'/%2M2 45 45PN 450N 
5 105 925A 505M2 50 50PN 500N 
6 106 926A 506M2 60 60PN 600N 
8 108 sive 508M2 80 80PN 800N 


Machinist's Vises/Stationary Jaw/Swivel Base 


3 203 923C 603M2 130 30SN 300S 
3% 203% 923'2C 603'2M2 135 35SN 350S 
4 204 924C 604M2 140 40SN 400S 
4” 204% 924'2C 604'2M2 145 45SN 450S 
5 205 925C 605M2 150 50SN 500S 
6 206 926C 606M2 160 60SN 600S 
8 208 weve 608M2 180 80SN 800S 


Combination Pipe Vises/Stationary Base 


5 133C 
6 134C 
Combination Pipe Vises/Swivel Base 
38% 31C 323'2 203'2M2 87 35CPN C-0 
4% 32C 3242 204%M2 88 45CPN C-1 
5 33C 325 205M2 2882 _— C-2 
6 34C 326 206M2 289' 60CPN C-3 - 
Sheet Metal-Worker's Vise 
4% 503 424 2242M2 138 45C PSN 
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